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SUBJECT: FDA ADVISORY INVITRO DIAGNOSTIC REAGENT 

REF: STATE 42181 

1. U.K. CONSIGNEEES INFORMED PER REFTEL. THE DEPART- 
MENT OF FORESTRY AND KODAK RECEIVED ENDO LABORATORIES' 
LETTER; HOWEVER, UNIVERSITY OF EDINBURGH/ROYAL INFIRMARY, 
UNIVERSITY OF SUSSEX AND IMPERIAL COLLEGE OF SCIENCE 

AND TECHNOLOGY DID NOT. LATTER THREE ORGANIZATIONS 
HAVE BEEN PROVIDED WITH PHOTOCOPIES OF REFTEL. 

2. ROYAL HOLOWAY COLLEGE RECEIVED LETTER, BUT ITS LOT 
OF "GLUSALASE" WAS NOT MENTIONED; THE COLLEGE IS WRITING 
DIRECTLY TO THE U.S. MANUFACTURER FOR CLARIFICATION. 
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